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volving within a vacuum shell and dipping- slightly into the liquid
to be evaporated, the latter being replaced continuously and auto-
matically.
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This liquid is deposited in the form of a thin film on the outer
surface of the drum, made of cast iron, brass or copper, and is dried
in about ten seconds, being then removed from the drum by a knife
and drops into a receiver in the shape of a fine powder.
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